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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 006814 
ORIGIN COME-OO 

INFO OCT-01 EA-12 ISO-OO EB-08 /021 R 

DRAFTED BY COMM/BED/OED/SIPS/FECROSLEY/SG 
APPROVED BY EB/OCA/CD:EMSACCHET 
COMM/BED/OED/SIPS/WRHAYDEN 
COMM/B ED/OED/OB OD/TTTURQM AN 
STATE/E A/PRCM/MVONBRIESEN (INFO) 

112343 110328Z/75 

P 102333Z JAN 78 

FM SECSTATE WASHDC 

TO AMCONSUL HONG KONG PRIORITY 

UNCLAS STATE 006814 

E.O. 11652: NA 


TAGS: BEXP.UK 

SUBJECT: PRODUCT OPPORTUNITY HONG KONG ELECTRIC POWER 
STATION 


REF: HONG KONG 4836 


1 . REFTEL SENT TO MAJOR POWER PLANT EQUIPMENT MANU- 
FACTURERS BY STRATEGIC INDUSTRIAL PRODUCT SALES GROUP 
(SIPS) USDOC HAS STIMULATED REQUESTS FOR CLARIFICATION AND 
ADDITIONAL INFORMATION. 


2. RE. PARA. 4. DOES BID OPENING DATE OF DEC. 1, 1977 

REFER TO SUBMISSION OF DOCUMENTATION FOR SUPPLIERS TO PRE- 
QUALIFY FOR RECEIVING AN INVITATION TO BID? 

3. COMBUSTION ENGINEER CO. IS INTERESTED IN SUPPLYING 
BOILERS. ARE THE MEGAWATT RATINGS SITED FOR THERMAL OR 
ELECTRIC POWER? WHAT ARE THE CAPACITIES AND PRESSURES OF 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 006814 


THE BOILERS? 


4. RE. MITSUBISHI GENERATING EQUIPMENT, PLEASE ADVISE 
CUSTOMER TO NOT RULE OUT U.S; SUPPLIERS. RECENT REALIGN 

MENT OF YEN VS; DOLLAR MAKES U.S. PRODUCT MORE ATTRACTIVE. 
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5, PLEASE ADVISE SIPS SOONEST. VANCE 


UNCLASSIFIED 


NNN 
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